To:  Hodgkiss,  MirandafHodgkiss. Miranda@epa.gov] 

From:  Shaikh,  Taimur 

Sent:  Fri  8/7/2015  6:53:17  PM 

Subject:  FW:  Gold  King  Mine  Blowout  SITREP  #1 

SitReo  1 EPA  2015  Kina  Mine  Blowout.doc 


FYI 


Taimur  A.  Shaikh,  Ph.D. 

Water  Quality  Protection  Division 
EPA  Region  6 


From:  Dwyer,  Stacey 

Sent:  Friday,  August  07,  2015  1:48  PM 

To:  Afghani,  Jim 

Cc:  Larsen,  Brent;  Hamilton,  Denise;  Kaspar,  Paul;  Shaikh,  Taimur 
Subject:  FW:  Gold  King  Mine  Blowout  SITREP  #1 

Importance:  High 


Jim, 


Although  this  spill  occurred  in  Colorado,  the  plume  is  moving  towards  New  Mexico.  Based  on 
the  receiving  streams,  I would  like  to  know  if  we  have  any  wastewater  facilities  that  discharge  to 
the  receiving  stream  where  the  plume  is  projected  to  reach. 


Thanks, 


Stacey 


4002877 


ED  000552E  00007943-00001 


From:  Garcia,  David 

Sent:  Friday,  August  07,  2015  7:48  AM 

To:  Brown,  Jamesr;  Dwyer,  Stacey;  Flosch,  Claudia;  Watson,  Jane;  Wooster,  Richard 
Subject:  FW:  Gold  King  Mine  Blowout  SITREP  #1 


David  F.  Garcia 
Deputy  Director 
Water  Quality 
Protection  Division 


U.S.  EPA  Region  6 

1445  Ross  Avenue  (Mail  Code:  6WQ-D) 
Dallas,  Texas  75202-2733 


Phone:  (214)  665-7593 


Follow  EPA  Region  6 


& 4 


From:  Restivo,  Angela 

Sent:  Thursday,  August  06,  2015  5:03  PM 

To:  Th omas . Skibi tsk@ state .nm . us:  Stephanie. Stringer_state.nm.us 

Cc:  Foster,  Althea;  Brown,  Jamesr;  Garcia,  David;  Crossland,  Ronnie;  Webster,  Susan; 


4002877 


ED  000552E  00007943-00002 


McCasland,  Mark;  Kirkland,  Robert 
Subject:  Gold  King  Mine  Blowout  SITREP  #1 


Attached  is  the  SITREP  #1  from  the  Gold  King  Mine  Blowout. 


If  you  have  questions  please  contact: 


Althea  Foster 
OSC  EPA  Region  6 
Work  Cell:  214-789-1572 


4002877 


ED  000552E  00007943-00003 


